Stress Concentration 
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I\ Stress concentration factor 

K p Plastic stress concentration factor 

L Length, in. (mm) 

r Radius, in. (mm) 

S Average tensile stress, psi (N/mm 2 ) 

S" Average stress on net cross section, psi (N/mm 2 ) 
S'max Maximum stress, psi (N/mm 2 ) 
t Depth of groove, in. (mm) 

t s Depth of shoulder, in. (mm) 

W Concentrated load, lb (N) 

x Distance from bar center, in. (mm) 
p 0 Fillet or groove radius, in. (mm) 



